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DPD 1451-59 
Copy ijot 4 


3 March 1959 


MEMORANDUM FOR: Chief, Materiel Branch 
25X1 A ATTENTION: 


Request two {2) door-closers be metalled within the Operations 
Branch area. They are to be placed on the doors leading from the 
Receptionist '« area into the Control Center section and the Intelli- 
gence Section. Security requirements necessitate this installation. 


Intelligence Officer 
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